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Message Text 



UNCLASSIFIED 

PAGE 01 MANILA 11157 170809Z 
15 

ACTION FBO-08 

INFO OCT-01 EA-07 ISO-OO A-01 /017 W 

037958 

R 170716Z SEP 74 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 6918 

UNCLAS MANILA 11157 

E.O. 11652: NA 
TAGS: ABLD, RP 

SUBJECT: AIR CONDITIONING EQUIPMENT REPAIRS, CHANCERY BLDG., 
PROPERTY NO. 01314-A 

REF: STATE 202549 

1. EMBASSY GRATEFUL FOR DEPT. FBO INTERCESSION WITH YORK AND 
SUPPLEMENTARY ALLOTMENT. REGARDING SPARE PARTS EMBASSY BELIEVES 
IT NECESSARY THAT THEY BE SHIPPED BY AIR AND HAS SO INSTRUCTED 

AG & P. OF TWO OPERATING COMPRESSORS, UNIT NO. 2 SHOWING SIGNS 
OF MALFUNCTION AND COULD BREAK DOWN AT ANY MOMENT. ONE UNIT 
INSUFFICIENT TO COOL CHANCERY BUILDING AT THIS TIME OF YEAR. 

2. POST REMAINS OF OPINION THAT SHIPMENT WITH POSSIBLE EXCEPTION 
CRANK SHAFT COULD BE BROKEN DOWN INTO PACKAGES SMALL AND LIGHT 
ENOUGHT TO QUALIFY FOR APO/PAL MAILING AND THEREBY EFFECT 
CONSIDERABLE SAVINGS. PURNELL 



UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MANILA11157 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740260-0485 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740939/aaaabgzo.tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 202549 

Review Action: RELEASED, APPROVED 

Review Authority: cunninfx 

Review Comment: n/a 

Review Content Flags: 

Review Date: 08 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 MAR 2002 by maustmo; APPROVED <30 JAN 2003 by cunninfx> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: AIR CONDITIONING EQUIPMENT REPAIRS, CHANCERY BLDG., PROPERTY NO. 01314-A 
TAGS: ABLD, RP 
To: STATE 
Type: TE 
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